ULTRA LOWTAR 

Cambridge 


4 mg tar 100s. 



I mg tar 


Nolll'.l 


For satisfying taste 
in an ultra-low tar cigarette 


Source: https://www.industryd0caments.ucsf.edu/docs/hsknggg^ 19o917 







